I Think You Will Love This Music Too - Montage #166 

“Quoi de neuf - Schubert - Dressed to the Nines” 


Elapsed/ 

Repere 

Work Details / Details 

Performer(s) / Interprete(s) 


Franz SCHUBERT (1797-1828) 

Wiener Philharmoniker 

Riccardo Muti, conducting/direction 


Rosamunde, Furstin von Cypern, D. 797 
(Selections) 


00:00 

1. Overture 


10:35 

3. Ballet Music 1 


19:31 

11. Ballet Music 2 



Symphony(ie) no. 9 in C Major/en ut majeur, D. 944 
(The Great/La Grande) 


26:26 

1. Andante. Allegro ma non troppo 


43:07 

II. Andante con moto 


58:20 

III. Scherzo: Allegro vivace 


72:32 

IV. Finale: Allegro vivace 



(Total - 87:52) 

















